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Section 2. All Ordinances or parts of 
ordinances inconsistent with the provisions 
hereof are hereby repealed. 


By Councilman Perrin— 

That the rezoning of Z-92-67 known as 
3322 N. East Street on page 53 be recon- 
sidered. 

Adopted by the following vote: 


Unanimously. 


JANUARY 22, 1968 


This be referred back to the Committee 
on Planning. 


Council adjourned at 8:40 P.M. 


THEO FULTON, 
City Clerk. 


January 22, 1968. 


F/B 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, January 16, 1968 


Members Present: H. Lutz, Dean Batt- 
ley, Carl Moore and Keith Norris—4. 


Members excused: E. J. Baker—1. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—38. 


Meeting called to order at 7:15 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Danny Brown and Melvin Ott appeared 
to write the Class “J’’ examination. 


The examinations from the last meeting 
were graded. Leon Wilson was found to 
have a passing grade. 


A motion was made by Howard Lutz 
that a Class “‘J’’ license be granted, second- 
ed by Dean Battley and passed. 


Charles Johnson, 3409 Kensington Drive, 
Lansing, applied for a home-owners per- 
mit to install a new 100 AMP service at 
his home, the above address. He presented 
a drawing and answered questions. 


A motion was made by Dean Battley that 
the permit be granted, seconded by Howard 
Lutz and passed. 


Gilbert Salazer re-applied for permission 
to write the Class ‘J’ license. 


After reviewing and discussion with 
Mr. Salazer, Mr. Battley made a motion 
that permission to write for Class “J” 
license at the next regular meeting be 
granted, seconded by Carl Moore and 
passed. 


Eldridge Hinman Jr., 1511 Loraine, Lan- 
sing applied for permission to write the 
Class ‘“J’? examination. His credentials 
were examined and he was questioned. Mr. 
Lutz made a motion, permission to write 
the Class ‘“J’? examination at the next 
regular meeting be granted, seconded by 
Dean Battley and passed. 


The Board discussed field problems with 
the inspectors. 


Mr. Moore made a motion to adjourn, 
seconded by Dean Battley and passed. 


Meeting was adjourned at 9:10 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, February 20, 1968 


Members present: E. J. Baker, Dean 
Battley and Howard Lutz—3. 


Members excused: Carl Moore and Keith 
Norris—2. 


Inspectors present: Donald E. Deal and 
Dale Hoover—2. 


Meeting called to order at 7:00 p.m. by 
Secretary Deal. 


A motion was made by Mr. Battley, 
seconded by Mr. Baker, that Mr. Lutz act 
as temporary chairman. 


Motion passed. 


Minutes of the last meeting were read 
and approved as printed. 


Alex Stienkeoway, formerly of San Jose, 
Oregon, applied for a Journeyman’s license. 


He produced proof of examination and 
license in Oregon and further proof of 
experience. Mr. Stienkeoway was = rcc- 
ognized by Mr. Battley and questioned. 


A motion was made by Mr. Batley that a 
Class “J”? license be granted, seconded by 
Mr. Baker and passed. 


Willard Brundage, 640 Emily, Lansing, 
Michigan applied for a home owners per- 
mit to install! a 100 amp service at the 
above address, his home. He presented an 
acceptable drawing and was interrogated. 


A motion was made by Mr. Batley that 
the permit be granted, seconded by Mr. 
Baker and passed. 


Henry Taylor, 1130 Ballard, Lansing, 
Michigan applied for a home owners per- 
mit to install a 100 amp service at the 
above address, his home. He presented an 
acceptable drawing and was interrogated. 


A motion was made by Mr. Battley that 
the permit be granted, seconded by Mr. 
Baker and passed. 


Benjamin Nichols, 4017 Deerfield, Lan- 
sing, Michigan applied for a home owners 
permit to install a 100 amp service at 
2921 W. Holmes, to be his home when re- 
modeling is complete. His drawing was 
not acceptable, but he answered question 
readily. 


A motion was made by Mr. Battley that 
Mr. Deal be authorized to issue the permit 
after Mr. Nichols presents a_ corrected 
drawing and service spot, seconded by Mr. 
Baker and passed. 


Examinations of previous meeting were 
graded. 


Inspectors field problems were discussed. 


Motion made to adjourn was passed at 
9:30 p.m. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, March 19, 1968 


Members present: E. J. Baker, Howard 
Lutz, Carl Moore and Keith Norris—4. 


Members absent: Dean Battley—1. 


Inspectors present: Donald Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:10 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Merlin Babcock applied for permission 
to write the electrical Journeyman’s ex- 
amination. 


Jack Jones applied for permission to 
write the Master Journeyman’s examina- 
tion. 


Examinations started in separate rooms 
under the supervision of Inspector Dale 
Hoover. 


James A. Groce of 1316 Ada Street re- 
quested a home owners permit to rewire 
and install a new service at his home, the 
above address. Mr. Groce presented an 
incomplete drawing and was questioned by 
Board members. 


Motion was made by Mr. Moore and 
seconded by Mr. Baker, that Mr. Groce 
bring a complete drawing of the proposed 
service installation and that Mr. Deal be 
authorized to issue the permit if drawing is 
acceptable. 


Motion passed. 


The new “fail safe” ground detectors 
for swimming pools was discussed. 


The examinations from the last meeting 
were graded. 


A motion made by Mr. Baker and second- 
ed by Mr. Moore that Gilbert Salazar and 
James Pritchard be granted Class ‘“J’’ 
licenses as both had passing grades. 


Motion passed. 


System and circuit grounding and im- 
proper use of cord connections was dis- 
cussed. 


Mr. Moore requested that he be excused 
from the April meeting, as he will be out 
of town, 


Granted. 


A motion to adjourn was passed at 10:00 
p.m. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, April 16, 1968 


Members present: E. J. Baker, Howard 
Lutz and Keith Norris—3. 


Members absent: Dean Battley and Carl 
Moore—2. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Motion was made by Mr. Lutz and 
seconded by Mr. Baker that all contractors 
be notified by letter concerning Contrac- 
tor’s license renewal. 


Motion made by Mr. Lutz regarding in- 
tent of part (c) of Section 9-42, paragraph 
2 is—“the Master Journeyman, when other 
than the holder of the electrical contrac- 
tor’s license, shall be a full time employee 
who will act as supervisor for all electrical 
construction or maintenance performed 
under said electrical contractor’s license,” 
motion seconded by Mr. Baker and passed. 


Joseph Slavik of 903 Baker Street re- 
quested a homeowners permit to install a 
100 amp service at his home, the above 
address. He presented an incomplete draw- 
ing and did not have a service spot from 
the utility. He answered questions readily. 


Motion was made by Mr. Baker and 
seconded by Mr. Lutz that Mr. Slavik bring 
in an acceptable drawing and service spot 
notice, that Mr. Deal be authorized to issue 
the permit if drawing is acceptable. 


Motion passed. 


D. A. Chubb of 2121 Lewton Place re- 
quested a home owners permit to install 
a 150 amp service at his home, the above 


address. He presented an acceptable draw- 
ing and spot notice and answered questions. 


A motion was made by Mr. Baker that 
the permit be granted, seconded by Mr. 
Lutz and passed. 


Roger Lee Anthony, requested permission 
to work until August meeting, when he will 
write the Journeyman’s examination. 


Motion was made by Mr. Lutz and 
seconded by Mr. Baker that the request be 
granted and passed. 


James Mercer of Mercer Electric ap- 
peared at the request of the inspectors. Mr. 
Mercer was questioned and the situation 
was discussed at length. 


A motion was made by Mr. Baker to 
rule that Mercer Electric is unlicensed, 
until they have a licensed Master Journey- 
man in their employ full time, seconded 
by Mr. Lutz and passed. 


The application to write the Journey- 
man’s examination by David L. Curtiss of 
924 Chicago was found to be satisfactory 
and permission to write the examination 
was granted. 


The examinations from the last meeting 
were checked and Jack Jones was found 
to have a passing grade, 


A motion was made by Mr. Lutz that a 


Class ‘‘MJ”’ license be granted, seconded by 
Mr. Baker and passed. 


Motion made to adjourn was passed at 
9:30 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, May 21, 1968 


Members present: E. J. Baker, Dean 
Battley and Keith Norris—3. 


Members excused — Howard Lutz and 
Carl Moore—2. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Mr. Martin Nieman, 533 Isbell Street, 
requested a home owners permit to install 
a 100 amp service at his home, the above 
address. He presented drawings and an- 
swered questions. 


A motion was made by Mr. Battley that 
the permit be granted, seconded by Mr. 
Baker and passed. 


James Krauss and David Curtiss both 
presented proof of experience and the 
necessary qualifications to write the elec- 
trical ‘Journeyman’s” examination. 


A motion was made by Mr. Baker that 
permission be granted to James Krauss 
and David Curtiss to write the Class “J” 
examination and seconded by Mr. Battley 
and passed. 


Mr. James Crawford, 955 W. Dunlap, re- 
quested a home owners permit to install a 
100 amp service at his home, the above ad- 
dress. He presented drawings and answered 
questions. 


A motion was made by Mr. Battley that 
the permit be granted, seconded by Mr. 
Baker and passed. 


Mr. Robert McComb, 3404 Walker, re- 
quested a home owners permit to install a 
100 amp service at this home, the above 
address. He presented drawings and an- 
swered questions. 


A motion was made by Mr. Battley that 
the permit be granted, seconded by Mr. 
Baker and passed. 


A letter from Rucker Electronics was 
read and discussed. The Board extends an 
invitation to them, to have a representa- 
tive at the next meeting. 


A letter from Bower’s Electric was read 
and discussed. 


Inspector’s field problems were discussed. 


A motion to adjourn was passed at 9:00 
p.m. 


Inspectors stayed to complete examina- 
tions. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, June 18, 1968 


Members present: E. J. Baker, Howard 
Lutz, Carl Moore and Keith Norris—4. 


Members absent: Dean Battley—1. 


Inspectors present: Donald Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as corrected. 


Correction: Thomas Ellis approved to 
write examination for the Class “MJ” 
license. 


H. J. Henderson of 1614 W. Reo Road ap- 
plied for a home owners permit to install 
a 100 amp service at his home, the above 
address. He presented an incomplete draw- 
ing and answered questions, 


Motion was made by Mr. Lutz and second- 
ed by Mr. Moore that the permit be granted 
by the Inspector after Mr. Henderson 
presents a completed drawing. 


Motion passed. 


Joseph Edward Raney of 522 N. Francis 
applied for permission to write the electrical 
Journeyman’s examination. His proof of 
experience was accepted. 


A motion was made by Mr. Lutz that 
permission to write be granted, seconded 
by Mr. Moore and passed. 


Lepoy Yaney, 1411 E. Jolly Road applied 
for permission to write the Electrical 
Journeyman’s examination. His proof of 
experience was accepted. 


A motion was made by Mr. Lutz that per- 
mission to write be granted, seconded by 
Mr. Baker and passed, 


The examinations from the last meeting 
were graded, 


A motion was made by Mr. Baker and 
seconded by Mr. Lutz that David Curtiss 
and James Krauss be granted Class “J” 
licenses as both had passing grades. 


A motion was made by Mr. Moore and 
seconded by Mr. Lutz that Thomas Ellis 
be granted Class “MJ” license as he had 
a passing grade. 


Meeting opened for election of Chairman 
and Vice-Chairman, 


Motion was made by Mr. Lutz that the 


present officers be re-elected, seconded by 
Mr, Baker and passed. 


Chairman is Mr. Norris and Vice-Chair- 
man is Mr. Baker. 


Meeting was adjourned at 9:30 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, July 16, 1968 


Members present: Dean Battley, Howard 
Lutz and Keith Norris—3. 


Members absent: E. J. Baker and Carl 
Moore—2., 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and accepted as printed. 


Leslie Ellis, 910 Vine; Danny Brown, 
8031 S. Washington; Melvin Ott, 2007 Cul- 
ver and LeRoy Yaney, 1411 E. Jolly Road 
applied for the electrical Journeyman’s 
examination. 


Permission to write granted and ex- 
aminations started in separate rooms. 


Jerry Roe, 1005 W. Ottawa applied for 
a home owners permit to install a 200 amp 
service at his home, the above address. He 
presented a drawing and spot notice from 
the utility. 


A motion was made by Mr. Lutz that the 
permit be granted, seconded by Mr. Battley 
and passed. 


Robert Burghdoff, 3210 Viking, applied 
for a home owners permit to install a 100 
amp service at his home, the above ad- 
dress. He presented a drawing and spot 
notice from the utility. 


A motion was made by Mr. Lutz that 
the permit be granted, seconded by Mr. 
Battley and passed. 


Richard Peterson, 712 W. Magnolia, ap- 
plied for a home owners permit to install a 
100 amp service at his home, the above 
address. His drawing was not complete, 
but he answered questions readily. 


A motion was made by Mr. Battley that 
the inspectors be authorized to issue the 


permit after corrected drawing and spot 
notice have been presented, seconded by 
Mr. Lutz and passed. 


LeRoy Anderson, 6245 S. Washington 
applied for a home owners permit to in- 
stall a 100 amp service at his home, the 
above address. His drawing was incom- 
plete and he had no spot notice. He will 
bring a corrected drawing and spot to the 
next meeting. 


Clarence Randall, 406 Dunlap, applied 
for a home owners permit to install a 100 
amp service at his home, the above address. 
He presented a drawing and spot notice and 
answered questions. 


A motion was made by Mr. Lutz that the 
permit be granted, seconded by Mr. Battley 
and passed, 


Ernest Downs, 4916 Stillwell applied for 
re-instatement of his Class ‘J’ - license, 
which expired in 1966. He will write the 
examination at the next meeting. 


Phillip Pixley, 3226 Burchfield applied 
for examination for Class “J” license. 
He did not bring proof of experience and 
will be considered at the next meeting. 


The new class “‘P’’ ballasts for florescent 
fixtures was discussed and the Board sug- 
gested a letter of explanation be mailed 
to each Contractor and Wholesale House. 


Letters from the Jack Tar Hotel and 
Charles D. Reed, their maintenance super- 
visor were read. 


A motion by Mr. Battley, seconded by 
Mr. Lutz that a Class III Industrial License 
be granted the Jack Tar with Mr. Reed as 
their supervisor. 


Motion passed. 


New examination questions were studied 
at length. 
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The examination of Danny Wayne Brown 
was graded and he was found to have a 
passing grade. 


A motion was made by Mr. Battley that 
the license be granted, seconded by Mr. 
Lutz and passed. 
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Motion made to adjourn was passed at 
9:30 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


HOUSING COMMISSION 
OF THE CITY OF LANSING 


Proceedings, July 9, 1968 


The July 9th meeting of the Housing 
Commission was declared open for Election 
of Officers. 


A motion was made by Commissioner 
Sliker that Commissioner Owen be nomi- 
nated for President. The motion was sup- 
ported by Commissioner Patterson. It was 
moved by Commissioner Patterson, sup- 
ported by Commissioner Sliker, that nomi- 
nations be closed. Upon roll call, the Ayes 
and Nays were as follows: Ayes—Com- 
missioners Hagerty, Patterson, Sliker 
(Owen abstaining). Nays—None. The mo- 
tion was carried and Commissioner Owen 
was declared President of the Commission. 


The President declared the meeting open 
for nominations for Vice-President. 


A motion was made by Commissioner 
Sliker that Commissioner Patterson be 
nominated for the position of Vice-Presi- 
dent and supported by Commissioner Hager- 
ty. It was moved by Commissioner Sliker 
that nominations be closed, supported by 
Commissioner Hagerty. Upon roll call, the 
Ayes and Nays were as follows: Ayes— 
Commissioners Hagerty, Sliker, Owen (Pat- 
terson abstaining). Nays — None. The 
President thereupon declared the motion 
carried and Commissioner Patterson elected 
Vice-President. 


ROLL CALL 


Present: Commissioners Hagerty, Owen, 
Patterson, Sliker—4. 


Absent: Commissioner Clapp—1. 


The minutes of the previous meeting were 
approved as printed. 


CORRESPONDANCE 


1. Letter to the Daily Bond Buyer in New 
York asking for bids on Temporar 
Notes. ; 


2. Letter from the Regional Office re- 
garding insurance for MICH. 58-7 
(La Roy Froh Townhouses). Read and 
discussed. Suggestion made that other 
cities be contacted to fiind out how 
their insurance costs run. 


REPORT OF DIRECTORS 


A welcome was extended to the new 
Commission members by the Director and 
the new staff member, Mrs. Betty Lyons, 
was introduced. It was noted that an ex- 
pression of thanks and appreciation for a 
job well done, should be extended to former 
Commission member, Bruce Blackall. 


1. 86 units at LaRoy Froh Townhouses 
now occupied, with the usual problems. 
Adjustments are being made. The Parks 
and Recreation Program has begun for 
the boys and girls on the project. 


2. Annual Report due. 


8. Funds have been received for the pur- 
chase of MICH, 58-7 (LaRoy Froh) 
and MICH. 58-8 (Scattered Sites) (par- 
tial) Some of the Scattered Sites will 
mi ready for occupancy in the near 
uture. 


4. The Director has been meeting with 
the Community Services both in Chicago 
and Lansing, in an effort to obtain a 
Project Coordinator. The Project Co- 
ordinator’s job will be to get the Com- 
munity Services to the people and the 
people to the services, first at the LaRoy 
Froh Townhouses, training tenants as 
coordinators as he goes along and then 
move on to other projects as they open. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, August 20, 1968 


Members present: Howard Lutz, Carl 
Moore and Keith Norris—3. 


Members absent: E. J. Baker and Dean 
Battley—2. 


Inspectors present: Donald E. Deal, Ray 
Dwyer and Dale Hoover—3. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Robert Ryan, Phillip Pixley, Robert 
Lower, Ernest Downs, Roger Anthony, 
Michael Engardo, Charles Medler, Howard 
Richards and William Allen were approved 
to write the Journeyman’s examination. 


A motion was made by Mr. Lutz that 
permission to write be granted, seconded 
by Mr. Moore and passed. 


Gary Kowatch was given a thirty (30) 
day extension and will write in September, 
1968. 


Larry Fox is no longer under the jurisdic- 
tion of this Board. 


A motion was made by Mr. Lutz that 
the Board write a letter of recommenda- 
tion to the State Electrical Administration 
Board. 


David Oller of 1418 Linval applied for 
a home owners permit to install a 100 amp 
service at his home, the above address. He 
presented a drawing and was questioned. 


A motion was made by Mr. Moore that 
the permit be granted, seconded by Mr. 
Lutz and passed. 


LeRoy Anderson, 6245 S. Washington 
applied for a home owners permit to in- 


stall a 100 amp service at his home the 
above address. He presented drawings and 
was interragated. 


A motion was made by Mr. Moore that 
the permit be granted, seconded by Mr. 
Lutz and passed. 


Forest Anderson, 3532 Glenwood ap- 
plied for a permit to install a 100 amp 
service and wire addition at his home, the 
above address. He presented drawings 
and was interragated. 


A motion was made by Mr. Lutz that 
the permit be granted, seconded by Mr. 
Moore and passed. 


Paul Moore applied for re-instatement 
of his Class ‘‘M.J.” license. His excuse 
for being late was accepted. 


A motion was made by Mr. Lutz that 
the license be granted, seconded by Mr. 
Moore and passed. 


Examinations from the last meeting were 
graded; Leslie Ellis and Melvin Ott were 
found to have passing grades. 


Motion was made by Mr. Lutz that 
Class ‘J’? licenses be granted to Leslie 
Ellis and Melvin Ott, seconded by Mr. 
Moore and passed. 


The Board then took up the _ business 
of creating a new examination for Class 
*M.J.”’ License. 


Motion made to adjourn was passed at 
10:30 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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COMMUNICATIONS 


A letter dated August 14, 1968 from 
Johnson, Johnson and Roy concerning the 
Michigan State Dental Association was 
read to the Board Members. The Con- 
sultants stated that the Dental Association 
proposal has met with the criteria estab- 
lished for development within the area as 
to architectural compatibility, and rec- 
ommended that the Board accept their sub- 
mission and proceed with the next phase for 
development. 


A letter was also read from Johnson, 
Johnson and Roy dated August 13, 1968 
concerning the bridge extension to the 
Parking Ramp in the First Block Develop- 
ment. The Consultants stated that the 
LARC proposal meets with their approval 
and suggested that the Board accept the 
proposal as to architectural compatibility, 
as it meets all requirements. Mr. Griffin 
requested a report on Air Rights, when 
available, as they pertain to the LARC 
Development. 


Mr. Eschbach made a motion to accept 
the recommendations of the architectural 
consultants, Johnson, Johnson and Roy ap- 
proving modifications of the proposals 
which pertain to the Lansing Area Re- 
development Company and the Michigan 
Dental Association. The letters are dated 


OCTOBER 7, 1968 


August 13 and 14, 1968 respectively. Sup- 
ported by Mr. Griffin. 


Motion carried unanimously. 


Unfinished Business 


None. 


New Business 


None. 


Hearing of Delegations and Individuals 


None. 


Adjournment 
The meeting adjourned at 9:20 p.m. 
Respectfully submitted, 


URBAN REDEVELOPMENT 
BOARD, 


RICHARD L. ZIMMERMAN, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, September 24, 1968 


Members present: E. J. Baker, Dean 
Battley, Howard Lutz, Carl Moore and 
Keith Norris—5. 


Inspectors present: Donald E. Deal, Dale 
Hoover and Ray Dwyer—3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Ronald Downing was approved to write 
the class Journeyman’s examination. 


Gary Kowatch was approved to write the 
“Master Journeyman’s” examination. 


Examinations were started in separate 
room, under the supervision of Mr. Hoover. 


Charles Yeoman of Lansing General Hos- 
pital applied for class “IMJ” license and 
was examined by the Board. 


A motion was made by Mr. Battley that 
the license be granted, seconded by Mr. 
Lutz and passed. 


Norman Malone of Sparrow Hospital ap- 
plied for class “IMJ” license and was ex- 
amined by the Board. 


A motion was made by Mr. Moore that 
the license be granted, seconded by Mr. 
Baker and passed. 
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William Maahs of the St. Lawrence Hos- 
pital applied for a class “IMJ” license and 
was examined by the Board. 


A motion was made by Mr. Moore that 
the license be granted, seconded by Mr. 
Battley and passed. 


The Lansing General Hospital and the 
Sparrow Hospital applied for a Class III 
contractors license. 


Roger Lippincott of 318 W. Paulson, ap- 
plied for a permit to install a 100 amp 
service at his new home, 115 W. Sheridan 
Road. He presented a drawing and utility 
spot slip and answered questions. The 
drawing was incomplete. 


A motion was made by Mr. Baker that 
the inspector be authorized to issue the 
permit after Mr. Lippincott brings in a 
completed drawing, seconded by Mr. Battley 
and passed. 


William Winters of 1222 Bensch applied 
for a permit to install a 100 amp service at 
his home, the above address. He presented 
the utility spot and drawing and answered 
questions. 


A motion was made by Mr. Moore that 
the permit be granted, seconded by Mr. 
Baker and passed. 


Howard Hudson of 641 N. Dexter Dr. ap- 
plied for a permit to install a 100 amp ser- 
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vice at his home, the above address. He 
presented the utility spot, drawing and 
answered questions. 


A motion was made by Mr. Lutz that 
the permit be granted, seconded by Mr. 
Baker and passed. 


Examinations from the last meeting were 
graded. 


Robert Coverdale, Howard Richards, 
Michael] Ray Engardio, Charles Medler, 
Roger Lee Anthony all had passing grades. 


Motion was made by Mr. Battley that 
the license applications for the above named 
be approved, seconded by Mr. Moore and 
passed. 


The Board worked on new examination 
questions, with the inspectors, for some 
time. 


Motion was made by Mr. Moore to ad- 
journ at 9:45 p.m. Passed. 


The inspectors remained until those 
writing examination were finished. 


Respectfully submited, 


DONALD E. DEAL, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, October 15, 1968 


Members Present: Howard Lutz, Carl 
Moore and Keith Norris—3. 


Members Absent: E. J. Baker and Dean 
Battley—2. 


Inspectors Present: Donald E. Deal and 
Dale Hoover—2Z. 


Meeting called to order by Chairman 
Norris at 7:10 P.M. 


The minutes of the last meeting were 
read and approved as printed. 


Douglas Jones requested permission to 
write the examination for “Master Journey- 
man’s’? license at the next meeting. His 
proof of qualification were in order and 


permission was granted. 


The examinations written at the last 
meeting were graded. 


Ronald Downing was found to have a 
passing grade. 


Motion was made by Mr. Moore to grant 
a Class ‘J’’ license to Ronald Downing. 


Seconded by Mr. Lutz and passed. 


Harold Bell applied for permission to 
write the examination for a Class “J” 
license. 


His proof of qualification were in order 
and permission was granted. 


Thomas Behrens, 624 Emily, applied for 
permission to write the examination for a 
Class ‘J’ license. His proof of qualifica- 
tion was not acceptable. 


The application was rejected. 


Ted Krawczynski, 3214 Glasgow, applied 
for permission to write the examination for 
Class ‘J” license. His proof of qualifica- 
tion was satisfactory and permission to 
write was granted. 


The Board and Inspectors worked on new 
examination questions. 


Motion was made by Mr. Moore to ad- 
journ at 10:30 P.M. 


Passed. 
Respectfully submitted, 
DONALD E. DEAL, 
Secretary. 
N/M 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, November 19, 1968 


Members Present: E. J. Baker, Howard 
Lutz and Keith Norris—3. 


Members Absent: Carl Moore and Dean 
Battley—2. 


Inspectors Present: Donald E. Deal, 
Ray Dwyer and Dale Hoover—3. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Donald Capron, 3501 Brighton Dr., re- 
quested permission to write the Class ‘J’ 
ical His papers of proof were in 
order. 


Mr. Lutz made a motion that permission 
to write be granted. Seconded by Mr. 
Baker and passed. 


Gary Kowatch and Douglas Jones ap- 
peared to Write the M.J. examination, 
they were approved at a previous meeting. 


Robert Lower, Harold Bell, Ted Kraw- 
ezynski, approved at previous meeting and 
Donald Capron, approved at this meeting, 
appeared to write the Class “J’’ exami- 
nation. 


Mr. Eugene Herrmann, 1403 W. Ottawa 
Street, requested a home-owners permit to 
install a 100 amp service at his home, the 
above address. He presented a drawing 
and utility spot and answered questions 
readily. 


A motion was made by Mr. Lutz and 
seconded by Mr. Baker that the permit be 
Granted. Passed. : 


Ron Blasen, 119 N. Fairview, requested 
a home-owners permit to install a 100 amp 
service at 103 Dunlap, a new house to be 
his home when completed. His drawing 
was not complete and he had no utility 
spot. He agreed to attend the next meeting 
with a complete drawing and utility spot. 


Inspectors problems were discussed. 


A motion was made by Mr. Baker and 
seconded by Mr. Lutz to adjourn and 
passed. Meeting adjourned at 8:00 p.m. 


The inspectors remained to supervise the 
examinations. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries 


1572 COUNCIL PROCEEDINGS 


There was discussion regarding multi- 
family vs. single family in proximity to 
the highway. 


Mr. Barden and Mr. DuBose were pres- 
ent with regard to the Forest View Master 
Plan Revision. 


Mr. Nino explained the difference be- 
tween density per acre as opposed to single 
family (i.e., so many dwelling units per 
acre could be either single family or town- 
house with a lot of open space). 


Mr. Black stated that a formal resolu- 
tion should be made that we as a Planning 
Board and as a staff have appreciated the 


DECEMBER 23, 1968 


opportunity and the challenge that has 
been presented to the Planning Board and 
the Planning staff and equally to the de- 
velopment of Lansing by this citizens 
group. 


To be presented to the Forest View Citi- 
zens Committee. 


Communication from Mr. Cavanaugh re- 
garding public hearings. 


Discussion followed. 


Meeting adjourned at 10:45 p.m. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 


Proceedings, December 17, 1968 


Members present: Howard Lutz, Carl 
Moore and Keith Norris—3. 


Members absent: E. J. Baker and Dean 
Battley—2. 


Inspectors present: Dale Hoover and 
Ray Dwyer—2. 


Inspector absent: Donald E. Deal—1l. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Ron Blasen, 119 N. Fairview, was re- 
quested to appear with revised drawings to 
install a 100 amp. service in his new home 
under construction. 


Motion made by Mr. Lutz and seconded 
by Mr. Baker that the permit be granted. 


Passed. 


Gary Armour, 709 Fenton Street, re- 
quested a home-owner’s permit to install 
a 100 amp. service at his home, the above 
address. 


His drawing was not complete and the 
Board recommended corrections to be pre- 
sented to one of the electrical inspectors 
for approval. 


Richard Huff, 5841 Hilliard, requested a 
home-owner’s permit to install a 100 amp. 
service at his home, the above address. 


He had no drawings and the examining 
board gave the inspectors approval to issue 
the permit upon receipt of a satisfactory 
drawing. 


Leonard Chelsa, 5841 Rolfe Road, re- 
quested a home-owner’s permit to install 
100 amp. service at his home. Due to lack 
of information, request was denied. 


Steve Cappalla, 827 E. St. Joseph Street, 
requested permission to write the Class 
“J”? examination. The board requested 
more proof of previous experience. 


Examinations from the last meeting 
were graded. Douglas Jones, Gary Kowatch 
and Harold Bell were found to have pass- 
ing grades. 


The Master-Cast electric furnaces does 
not carry the Underwriters Label and can- 
not be installed in the City of Lansing. 


A motion was made by Mr. Moore and 
seconded by Mr. Lutz, to adjourn and 
passed, 


Meeting adjourned at 9:30 p.m. 
Respectfully submitted, 


RAY J. DWYER, 
Acting Secretary. 
N.M. 
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